To:  Goodrick,  John[Goodrick. John@epa.gov];  Ackerman,  Joyce[Ackerman .Joyce@epa.gov] 

Cc:  Lim,  Dianna[Lim. Dianna@epa.gov] 

From:  McGrew,  Tyler 

Sent:  Wed  8/12/2015  4:16:26  PM 

Subject:  Gold  King  Mine  Blow  Out 


The  “Gold  King  Mine  Blow  Out”  site  has  been  entered  into  SEMS.  The  EPA  ID  is 

Nonresponsive  Conference  Code  ; 


Tyler  McGrew 
Booz  Allen  Hamilton 
303-312-6282 
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